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The Staten Island Social Security Office is located in Staten Island with zip code of 10305. 
You will find the details for this SSA branch with the hours of operation, phone numbers, 
address and driving directions. 

If you have any questions regarding your benefits, replacing a lost social security card, 
obtaining your statement, any eligibility qualifications, estimating your future benefits, 
information covering supplemental security income benefits or other services, the Social 
Security Administration will be able to assist. 

Staten Island Social Security Office Driving Directions 

We Are Located On The Corner Of Hylan Blvd And Evergreen Ave. The S78 Bus Stop On The 
Corner. We Are About 4 Blocks South Of The 01 D Town Staten Island Railway Station. We 
Relocated From 595 Forest Ave To Our New Space On 6/6/05. Effective 01/02/13 The Office 
Will Close At 12pm Every Wednesday 

Social Security Office Address 

1510 Hylan Blvd 2nd Floor 
Staten Island, NY 10305 
Website: ssa.gov 

Social Security Office Phone Numbers 

1-800-772-1213 
TTY: 1-800-325-0778 

Social Security Office Hours of Operation 

Monday 9:00am - 4:00pm 
Tuesday 9:00am - 4:00pm 
Wednesday 9:00am - 12:00pm 
Thursday 9:00am - 4:00pm 
Friday 9:00am - 4:00pm 
Saturday Closed 
Sunday Closed 


View larger map 
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